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Date: Monday, 21/04/2008 2:53:42 PM 
User: Linda Lacelle 


Process Sheet 


Customer : CC-DARO1 Dart Aerospace Ltd. Drawing Name : B67-43001 
Job Number > 38706 

Estimate Number : 10804 

P.O. Number : Part Number : PB6743001177 
This Issue : 21/04/2008 S.O. No. Drawing Number : PB6743001177 
Prsht Rev. : NC Project Number 

First Issue Pd Type : SMALL /MED FAB Drawing Revision : B1 


Previous Run : 00015 Material : 
Due Date : 28/04/2008 


Written By zi i 
Checked & Approved By : | / 2 


Comment 


Additional Product 


ii | | | | il ll | 
Seq. #: Machine Or Operation: Description : 
1.0 WATER JET | FLOW WATER JET 


Comment: FLOW WATER JET 
CUT PER DRWG B67-43001 REV.B1 R g- -3> 
M6061T6S090 6061-T6 .090 Sheet 


mI Mn 


Comment: Qty.: 0.6000 sf(s)/Unit Total: 0.6000 sf(s) 
6061-T6 .090 Sheet 90 
INSPECT PARTS AS THEY COME OFF MACHINE 


2 
e R J u i 


Comment: INSPECT PARTS AS THEY COME OFF MACHINE 


8 SECOND CHECK 


Comment: SECOND CHECK 
PACKAGING 1 PACKAGING RESOURCE #1 


Comment: PACKAGING RESOURCE #1 


ID&STK A 


Qc21 FINAL INSPECTION/W/O RELEASE 


Comment: FINAL INSPECTION/W/O RELEASE 
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PPORT PLATE 
090 THK, 6061-26, OG-A- 250711 
SCALE 0.500 


D -191 D-PAD BACK PLATE EZI 


MATL: 063 THK, 6051-76, OQ-A-250/)1 
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{DRILL B. Jes HOLL 
AT INSTALLATION, SKOWN 
HERE FOR REF) 


HO.2 1.201) DIA HOLE 
TAF 4-20. d Take 


eve ABZ O -195 D-PAD FACE Pl ALL BZ) 


A MATL: -063 THK, 6061-16, 00-4-250/11 
2 MATL: .875 DIA, 6061-16, O0-A-200/8 
A SCALE 2.006 


SCALE 1.000 
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TASTA .EROSPACE LTD 
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Rra wing 


Dimension 


New Issue 
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Work Order: | 


Rev: 


Pert Number: 
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FIRST ARTICLE INSPECTION CHECKLIST 


| x | First Article | E l Prototype 


Actual | s 
Accept | Reject 
Dimension 


Audited by: 


| Date: | a mid 
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